8    DOCUMENTS,   AND  THEIR  SCIENTIFIC  EXAMINATION.

and the colorations produced in tests applied to inks,
any good compound microscope is suitable, provided
there is sufficient room upon the stage to take the
document, which is not always the case. For the ex-
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animation of large surfaces, however, it is necessary
to provide an arrangement whereby all parts of a docu-
ment can be brought into the field without doubling